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Separate paging is given to this Part in order that it may be filed 
as a separate compilation. 


ELECTION COMMISSION, INDIA 

NOTIFICATION 

New Delhi, the 22nd December lilfifl 

S.O. 3962.—The following Order oi' the Election Commission is published for 
general information:— 

Order No. 12B 

Tn exercise of the powers conferred by sub-section (1) of Section 11 ol the 
Delimitation Commission Act, 1962, I hereby make the following corrections in the 
Delimitation Commission's Order No 12, dated the 16th September, 1963, relating 
to the State of Orissa, namely:-- 

In Table El of the Order, 

(1) in Item 93-Bhawanipntna (SO, for the words "and PastJkudi grama 

panchayats”, the words "Gokulsar and Fasttkudi grama punehavuts 
but including Chandupala village in K’isigan grama panchayat" shall 
be substituted: 

(2) in item 94-Narla (ST), for the words “Risigan, Dtidpu ■’ and Paslikudi 

grama panchaynts”, the words and brackets “Dadpur. Gokulsar and 
Pastikudi grama panchayats and Risigan grama panchayat (excluding 
Chandupala village)” )hal] be substituted: 


( imp, ) 
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(3) in item 131-Ramchandrapur, fur the words “parts Panchupalli, Sailong, 
Balarampur and Bato grama panchayats", the words and brackets 
“parts Panchupalli and Balarampur grama panchayats, part Sailong 
grama panchayat (excluding Gohirabani village) and part Bato grama 
panehayat (excluding Dhanghar and Sambandha villages)’' shall be 
substituted; 

(4i in item 132-Anandpur (SC), utter the words “Bato grama panchayats”, 
the words “but including the village Gohirabani in Sailong grama 
panchayat and the villages Dhanghar and Sambandha in Bato grama 
panchayat” shall be inserted. 


K. V. K. SUNDARAM, 
Chief Election Commissioner. 

|Nn. 282/OR/m: ) 
By order, 

K S. RAJAGOPALAN, Secy. 


ERRATA 

In the E'ection Commission's two notifications Nos- 50/6G-I and 56/66, dated 
the 1st December, 1966, published as S. Os. 3666 and 3667 in the Gazette of India 
Extraordinaiy, Part II—Section 3—Sub-section II, dated the 1st December, 1966, 
the following corrections are to he made: — 

(i) At page 1657, in line 4, for the word ‘namely’ read ‘‘hereby notifies”. 

(ii) At page 165ft, against 4. Gujarat, in column 3, for the word "bullcoks" 

read “bullocks". 

(iii) At page 1661, against 21. Tripura in column 3, for the word “Corns” 

rend “Corn". 
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